102     DOCKETED ITEMS

9005100204 Responds to violation noted in Insp Rept 50-312/90-03. Corrective
actions:operations dept implemented action plan to improve operator performance &
Procedures A.20 & A.21 revised to contain explicit steps to ensure valve alignment.
KEUTER.D.R. Sacramento Municipal Utility District. 90/05/07. LARKINS.J. Document
Control Branch (Document Control Desk). 8pp. 53811:344-53811:351.

9005030120 NRG Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9004250158 Requests extension of date of submission of 1989 annual radiological envi-
ron operating rept to 900615-Extension necessary due to legal dispute over payment
w/contractor for analysis of environ monitoring samples.

KEUTER.D.R. Sacramento Municipal Utility District 90/04/19. Document Control
Branch (Document Control Desk). 1p. 53598:281-53598:281.

9005180045 Monthly operating rept for Apr 1990 for Rancho Seco Nuclear Generating
Station.W/900515ltr.

MUELLER.M., DELEZENSKI.J. Sacramento Municipal Utility District. 90/04/30. 8pp.
53882:089-53882:096.
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F. Security, medical, emergency & fire protection plans

9005080190 Rev 6 to EPIP 1903.020, "Toxic Gas Release."
* Arkansas Power & Light Co. 90/02/16. 3pp. 53786:009-53786:011.

9004270310 Advises that 900309 Rev 9 to emergency plan.reflecting new organization
titles & positions,acceptable.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/18. CARNS.N.S. Arkansas Power
& Light Co. 3pp. 53651:358-53651:360.

9004270277 Advises that 900122 Rev 8 to emergency plan acceptable.
COLLINS.SJ. Region 4, Ofc of the Director. 90/04/19. CARNS.N.S. Arkansas Power
& Light Co. 3pp. 53632:124-53632:126.

9005140278 Forwards summary of util exercise critique board evaluation of Radiological
Emergency Preparedness Exercise REX-90,per Insp Repts 50-313/90-08 & 50-368/
90-08

EWING.E.C. Arkansas Power & Light Co. 90/05/04. MARTIN.R.D. Region 4, Ofc of
the Director. 17pp. 53816:190-53816:206.

9005240165 Corrects 900309 Itr re completion of security perimeter improvement
projectper Insp Repts 50-313/87-31 & 50-368/87-31.Design change package ad-
dressing perimeter & interior lighting scheduled to be onsite late Summer 1991.
EWING.E.C. Arkansas Power & Light Co. 90/05/09. BEACH.B. Region 4, Ofc of the
Director. 2pp. 53908:187-53908:188.

9005210097 Expresses appreciation for util voluntary participation in emergency re-
sponse data sys.EncI survey & data point library ref file for each reactor unit should
be completed & returned to T Larosa.W/o encl.

JOLICOEUR.J.R. Incident Response Branch. 90/05/15. SMITH.M.A. Arkansas Power
& Light Co. 2pp. 53882:013-53882:014.

9005220224 Discusses status of safety & performance improvement program portion of
B&W Owners Group EOP review project.

O'CONNOR.W.T. Babcock & Wilcox Operating Plants Owners Group. 90/05/16.
CRUTCHFIELD.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp.
53918:123-53918:124.

S. Reportable occurrences, LERs & related correspondence

J. Insurance & indemnity information

9004250226 LER 90-001-00:on 900330,flow elements inoperable for greater than 30
days not reported in semiannual radiological effluent release rept.Caused by procedur-
al deficiencies.Flow elements to be discussed in next reptW/900419 Itr.
JONES.B.,   KEUTER.D.R.   Sacramento   Municipal   Utility   District.  90/04/19.   5pp.
53589:122-53589:126.

9005040007 PNO-V-90-021 :on 900426,selection of D Freeman as new general
manager.replacing D Boggs announced.Press conference held by licensee on 900426.
WONG.H., MYERS.C. Region 5, Ofc of the Director. 90/04/27. 2pp. 53738:354-
53738:355.

9005070022 Forwards AEOD/E90-03, "Overpressurization of Auxiliary Feedwater Sys,"
engineering evaluation rept.Study initiated following steam driven auxiliary feedwater
turbine overspeed event at plant on 890131.NRR should issue info notice.
NOVAK.T.M. Division of Safety Programs (Post 870413). 90/05/02. ROSSI.C.E. Divi-
sion of Operational Events Assessment (Post 870411). 2pp. 53746:130-53746:144.

-9005070026 AEOD/E90-03, "Overpressurization of Auxiliary Feedwater Sys," engi-
neering evaluation rept.

HSU.C. Office for Analysis & Evaluation of Operational Data, Director. 90/05/31.
13pp. 53746:132-53746:144.

9005080217 PNO-V-90-023:on 900502,licensee submitted amend request to modify OL
to   possession   only   license.dtd   900430.Separate   submittals   made   to   amend
license.emergency & security plans for long-term defueled condition.
ANG,W.,  MYERS.C.   Region  5,  Ofc  of  the  Director.  90/05/02.  1p.  53785:351-
53785:351.

9005090332 Forwards errata to LER 90-001-OO.re inoperable radioactive gaseous efflu-
ent monitoring instrumentation not reported in semiannual radioactive effluent release
rept due to procedural deficiencies.to include rept date.

KEUTER.D.R. Sacramento Municipal Utility District. 90/05/02. Document Control
Branch (Document Control Desk). 2pp. 53754:046-53754:047.

9005290210 Special Rept 90-08:on 900419,fire pump batteries inoperable when Surveil-
lance Procedure SP.206 not performed by due date.Caused by test frequency incor-
rectly changed from weekly to monthly.Surveillance schedule revised.
KEUTER.D.R. Sacramento Municipal Utility District. 90/05/21. MARTIN.J.B. Region 5,
Ofc of the Director. 2pp. 53937:309-53937:310,

V. Operator Examinations

9004250008 Advises that 900202 request for postponement of Sept 1990 scheduled re-
qualification program granted.

KIRSCH.D.R Region 5, Ofc of the Director. 90/03/30. KEUTER.D.R. Sacramento Mu-
nicipal Utility District. 1p. 53599:119-53599:119,

9005220276 Grants 900213 request for exemption from requirements of 10CFR55 re
simulation facility or use of simulation facility to grant or maintain operator licenses at
facility due to current defueled plant condition & continued closure.
LARKINS.J.T. Project Directorate V. 90/05/16. KEUTER.D.R. Sacramento Municipal
Utility District. 3pp. 53905:304-53905:314.

-9005220279 Exemption from 10CFR55 requirements for simulation facility or use of
simulation facility to grant or maintain operator licenses at facility.Exemption granted
based on defueled condition of plant & continued plant closure.
ZWOLINSKI.JA Division of Reactor Projects - III.IV.V & Special Projects (Post
870411). 90/05/16. Sacramento Municipal Utility District. 4pp. 53905:307-53905:314.

9004230261 Forwards MAELU & AN I certificates of insurance.
FISICARO.J.J. Arkansas Power & Light Co. 90/04/06. Document Control Branch
(Document Control Desk). 6pp. 53561:064-53561:069.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl,
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York. Inc. 128pp. 53601:001-53601:130.

9004230383 Notification of significant licensee meeting w/util on 900424 at plant train-
ing ctr to discuss plant performance.

GWYNN.T.P. Region 4, Ofc of the Director. 90/04/13. Region 4, Ofc of the Director.
2pp. 53585:085-53585:086.

9005160315 Forwards Amend 130 to License DPR-51 & safety evaluation. Amend re-
vises Tech Spec 3.2.1.2 to change required ternp for piping & valves necessary to
establish flow path from boric acid addition tank to at least 10 F.
ALEXION.T.W. Project Directorate IV (891001-900602). 90/04/18. CARNS.N.S, Ar-
kansas Power & Light Co. 3pp. 53851:319-53851:328.

-9005160318 Amend 130 to License DPR-51 .changing Tech Spec 3.2.1.2 to revise re-
quired temp for piping & valves necessary to establish flow path from boric acid tank
to makeup sys to at least 10 F.

HEBDON.F.J. Project Directorate IV (891001-900602). 90/04/18. 5pp. 53851:322-
53851:326.

-9005160321 Safety evaluation supporting Amend 130 to License DPR-51.
* Office of Nuclear Reactor Regulation,

53851:327-53851:328.

Director (Post 870411). 90/04/18, 2pp.

9004250031 Application for amend to License DPR-51 .extending allowable surveillance
interval for Surveillance Requirement 4.6.1.3 to allow performance of emergency
diesel generator insps during 1R9 refueling outage.

CARNS.N.S. Arkansas Power & Light Co. 90/04/20. Document Control Branch (Docu-
ment Control Desk). 6pp. 53599:352-53599:359.

-9004250032 Proposed Tech Specs re extension of surveillance interval for Surveil-
lance Requirement 4.6.1.3 to allow performance of emergency diesel generator insps
during 1R9 refueling outage.
* Arkansas Power & Light Co. 90/04/20. 5pp. 53599:358-53599:359.

9004300226 Forwards Rev 1 to BAW-2075, "Analysis of Capsule AN1-C, Arkansas Nu-
clear One.Unit 1,Reactor Vessel Matl Surveillance Program." Minor discrepancies
listed.

FISICARO.JJ. Arkansas Power & Light Co. 90/04/20. Document Control Branch
(Document Control Desk). 2pp. 53652:280-53653:031.

-9004300228 Rev 1 to, "Analysis of Capsule AN 1-C.Arkansas Nuclear One, Unit 1,Re-
actor Vessel Matl Surveillance Program."

LOWE.A.L Babcock & Wilcox Co. BAW-2075 R01. 89/10/31. 100pp. 53652:282-
53653:031.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective..,.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083. Ack receipt of 900108 & 0321 Itrs informing NRC of steps taken to correct
